WEALE'S   RUDIMENTARY   SERIES.
Architecture, Building, etc., continued.
229.  ELEMENTARY DECORATION:  as applied to the Interior
and Exterior Decoration of Dwelling-Houses, &c.    By J. W. FACEY.   2s. 157. PRACTICAL HOUSE DECORATION.   A Guide to the Art
of Ornamental Painting1.    By JAMES W. FACEY.   2s. 6d.
*** The two preceding Works, in. One handsome Vol., half-bound, entitled " HOUSB DECORATION, ELEMENTARY AND PRACTICAL," price *>s.
230.  A PRACTICAL TREATISE ON HA NDR AILING. Showing
New and Simple Methods.     By G. CQLLINGS.   Second Edition, Revised,, including A TREATISE ON STAIRBUILDING.   Plates,   as. 6d«
247.  BUILDING ESTA TES : a Rudimentary Treatise on the Develop-
ment, Sale,  Purchase, and General Management of Building .Land.    By FOWLER MAITLAND, Surveyor.   Second Edition, revised,    as.
248.  PORTLAND CEMENT FOR   USERS.   By HENRY FAIJA,
Assoc. M. Inst. C.E.   Third Edition, corrected.   Illustrated.   25. 252. BRICKWORK:   a Practical Treatise,  embodying the General and Higher Principles ot Bricklaying1, Cutting- and Setting, 8cc.    By F. WALKER.   Third Edition, Revised and Enlarged,   is. 6d. 23. THE PRACTICAL BRICK AND TILE BOOK. Comprising: 189.     BRICK AND    ILE MAKING, by E. DOBSON, A.I.C.E.; PRACTICAL BRICKLAY-265.     ING, by A H MMOND ;  BRICKCUTTING AND SETTING, by A. HAMMOND.   534.
pp. with 270 Illustrations.   6s.   Strongly half-bound.
it&.THE TIMBER MERCHANT'S, SAW-MILLER'S, AND IMPORTER'S FREIGHT-BOOK AND ASSISTANT. By WM. RICH-ARDSON. With Additions by M. Powis BALE, A.M.Inst.C.E. 33.*
258.  CIRCULAR   WORK IN   CARPEN1RY AAD  JOINERY.
A Practical Treatise on Circular Work of Single and Double Curvature. By'GEORGE COLLINGS.   Second Edition, zs. 6d.
259.   GAS FI'lTING:    A Practical   Handbook   treating   of every
Description of Gas Laying and Fitting.   By JOHN BLACK,   as. 6d4 261. SHORING AND ITS APPLICATION; A Handbook for the
Use of Students.   By GEORGE H. BLAGROVK.   is. 6d. 265. THE AR T OF PR A C2ICAL BRICK CU2 TING 6* SETTING.
By ADAM HAMMOND.   With qo Engravings,   is. 6d. 267. THE SCIENCE OF BUILDING: An Elementary Treatise on
the Principles of Construction.   By E. WYNDHAM TARN, M.A. Lond.  Third
Edition, Revised and Enlarged.    33. 6d.t
271.   VENTILATION': a Text-book to the Practice of the Art of
Ventilating Buildings   By W. P. BUCHAN, R.P., Sanitary Engineer, Author of " Plumbing," &c.    -3s.6d.t
272.  ROOF CARPENTRY; Practical Lessons in the  Framing of
Wood Roofs.   For the Use of Working Carpenters.   By GEO. COLLINGS, Author of " Handrailing- and Stairbuilding," &c.   as.
273.  THE PRACTICAL PLASTERER : A Compendium of Plan*
and Ornamental Plaster Work.  By WILFRED KEMP. 2s.   [Just published.
SHIPBUILDING,   NAVIGATION,  ETC. 51. NA VAL ARCHITECTURE.   An Exposition of the Elementary
Principles.   By J. PEAKB.   Fifth Edition, with Plates.   33, 6d4 53*. SHIPS FOR OCEAN & RIVER SERVICE, Elementary and Practical Principles of the Construction of.   By H. A. SOMMERFELDT.  is. 6d. S3**. AN ATLAS OF ENGRA VINGS to Illustrate the above. Twelve
large folding plates.   Royal 4to, cloth.   75. 6d.
54. MASTING, MAS1-MAKING, AND RIGGING OF SHIPS* Also Tables of Spars, Rigging, Blocks; Chain, Wire, and Hemp Ropes &c., relative to every class 01 vessels. By ROBERT KIPPING, N.A. 2s.<
V&jJT The t indicates ihat these vols. may be had strongly bound at 6d. extra. LONDON !   CROSBY   LOCKWOOD   ANT)   SON,TY, Architect. With upwards of 160 Kngravin«on Wood, ts.t
